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Message Text 


UNCLASSIFIED 

PAGE 01 ISTANB 04932 280652Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO ST-01 /019W 

280654Z 006953 /12 

R 28055 1Z DEC 76 
FM AMCONSUL ISTANBUL 
TO SECSTATE WASHDC 8412 

UNCLAS ISTANBUL 4932 

DEPT FOR OPR/ST AND A/SY/FO 

E.O. 11652; N/A 
TAGS: ASEC 

SUBJECT: REPLACEMENT OF WATCHCLOCKS 

1 . ON SEPTEMBER 21, 1976, RSO ISTANBUL FORWARDED 2 (TWO) 

DETEX NEWMAN WATCHCLOCKS TO OPR/ST IN ACCORDANCE WITH 
A/SY/T SECURITY CATALOG INSTRUCTIONS. ENCLOSED WAS 

RSO MEMO REQUESTING REPAIR OR REPLACEMENT ASAP. 

TO DATE NO REPLACEMENT OR REPAIRED CLOCKS HAVE BEEN 
RECEIVED. 

2. RSO ISTANBUL NOW HAS ANOTHER THREE CLOCKS IN NEED OF 
REPAIR OR REPLACEMENT AND WOULD APPRECIATE KNOWING IF 
THERE IS ANY WAY TO EXPEDITE REPAIR OF REPLACEMENT OF 
DETEX NEWMAN CLOCKS. 

3. PLEASE ADVISE WHEN POST MAY EXPECT TO RRECEIVE 
REPLACEMENT OR REPAIRED CLOCKS FOR TWO SENT TO OPR/ST IN 
SEPTEMBER. ALSO PLEASE ADVISE IF THERE IS ANY WAY RSO 

CAN ASSIST IN EXPEDITING HANDLING OF THREE CLOCKS PRESENTLY 
AT POST IN NEED OF REPAIR/REPLACEMENT. 

OGDEN 
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Drafter: n/a 
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Executive Order: N/A 

Errors: N/A 
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Handling Restrictions: n/a 
Image Path: 
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Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
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Review Exemptions: n/a 

Review History: RELEASED <08 JUN 2004 by chengls>; APPROVED <23 DEC 2004 by vogelfj> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REPLACEMENT OF WATCHCLOCKS 
TAGS: ASEC 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



